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Message Text 


UNCLASSIFIED 

PAGE 01 LA PAZ 06685 2421 17Z 

64 

ACTION COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 /018W 

108955 

P 242105Z AUG 76 

FM AMEMBASSY LA PAZ 

TO SECSTATE WASHDC PRIORITY 2079 

UNCLAS LA PAZ 6685 

E.O. 11652: N/A 
TAGS: BBAKBL 

SUBJ: COMMERCIAL BACKGROUND REPORT: MR L P LEBEL, SOPHISTICATED 
HOSPITAL EQUIPMENT, 823 LORETTA DRIVE, RIVER VALE, NEW JERSEY 
07675, TEL: (201) 391-0907 

REF: A. 75 LA PAZ 2589, B. 75 STATE 89485 

1 . US FIRM QUOTED BOLIVIAN ARMED FORCES DEVELOPMENT CORPORATION 
"COFADENA" HOSPITAL EQUIPMENT AND FINANCING VALUED AT US$ 13 
MILLION. TERM OF FINANCING IS 6.6 ANNUAL INTEREST AND FOR TWENTY 
YEARS. LENDING INSTITUTE IS ALLEGED TO BE: MANUFACTURERS 
HANOVER BANK. 

2. WOULD APPRECIATE RECEIVING COMMERCIAL BACKGROUND REPORT AND TO 
INCLUDE WHETHER FIRM IS CAPABLE OF FINANCING COFADENA'S PURCHASE. 

3. AS MR L P LEBEL DECLINED ALL INFORMATION PER STATE 89485, 

ADVISE SUBJECT THAT THIS IS A REQUEST FROM GOB INSTITUTO DE 
FINANCIAMINETO "INDEF" RESPONSIBLE FOR OBTAINING AND ARRANGING 
LOANS ORIGINATING FROM INTERNATIONAL SOURCES. "INDEF" IS SERIOUSLY 
CONSIDERING THIS LOAN BUT HAS REQUESTED EMBASSY'S ASSISTANCE IN 
OBTAINING BACKGROUND ON OFFERER. 

STEDMAN 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976LAPAZ06685 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760323-0847 
From: LA PAZ 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760826/aaaaavzt.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 LA PAZ 2589, 75 STATE 89485 
Review Action: RELEASED, APPROVED 
Review Authority: morandr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 MAR 2004 by ReddocGW>; APPROVED <31 JAN 2005 by morandr> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: COMMERCIAL BACKGROUND REPORT: MR L P LEBEL, SOPHISTICATED HOSPITAL EQUIPMENT, 823 LORETTA DRIVE, RIVER 

VALE, NEW JERSEY 07675, TEL: (201 ) 391 -0907 

TAGS: BBAK, BL 

To: STATE 

Type: TE 
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